Tuberculosis and National Health
cowkeepers and dairymen and ofall farms and other dairy premises
and of notifying the County Council of all particulars of regis/
tration and of alterations made in the register. Article 12 provides
that every cowshed and every building used for keeping milk
shall have sufficient light, that openings for efficient ventilation
shall be provided and maintained, and that during the hours of
darkness adequate artificial light should be available. Under
Article 13 all registered premises are to have a suitable and
sufficient water/supply protected as far as reasonably possible
from contamination with foul or polluted water. Article 15 lays
down that every person engaged in the milking of cows or
handling of milk shall keep his person and clothing in a clean
condition. Article 22 provides for the cleansing of the interior
of cowsheds from time to time and for the lime/washing or
spraying with lime or other disinfectant of the interior of the roof
and walls of the cowshed at least twice a year. All dung and
offensive material has to be removed at least once a day. Article 23
lays down that the milking of cows must be carried out in a
good and proper light, and that before milking all dirt in or
around the flanks, udder, and teats of each cow shall be removed
and the udder and teats cleansed. The hands of the milker are
to be thoroughly washed and dried before milking and are to
be kept clean, free from contamination, and, as far as practicable,
dry; all milking stools are to be kept thoroughly clean. As soon
as possible after milking the milk from each cow is to be removed
to a suitable milk/room or be placed in a covered receptacle.
While the sanitary and hygienic standard maintained in the
cowshed is of importance in relation to the health and protection
of cattle the risk of infection which arises from the pollution of
pasture and water cannot be disregarded. Certain facts which
have previously been mentioned serve as pointers to this possi/
bility. The overcrowding of feeding/grounds should be avoided
and the fouling of pasture/land should be reduced to the lowest
possible minimuirL A pure water-supply must be provided; it
is still not uncommon to see cows drinking pond/water in which
they are standing and which at the same time they are fouling.
To avoid the gross pollution of pasture/land the system of the
rotation of feeding^grounds might be more extensively and more
scientifically adopted. There are other precautionary measures
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